Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 8/19/2010 4:19:13 PM 

To: Roger Jarosz [rjarosz@ingledc.com] 

CC: Kevin Riordon [kevinr@dietzarch.com]; Pocsik Mark [mpocsik@facil.umass.edu]; Salem, Sharon (DPH) 

[Sharon.Salem@state.ma.us]; Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: 

Roger, 

The fume hood has been decontaminated. Please work with Jim and Sharon to schedule the removal at their 
convenience. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
slobik@facil.umass.edu 



From: James M. Field 

Sent: Thursday, August 19, 2010 11:54 AM 
To: Lobik Stephen 
Subject: RE: 

Steve, 

The room in Morrill is all set. 

Jim 


From: Lobik Stephen 

Sent: Thursday, August 19, 2010 8:21 AM 

To: James M. Field 

Subject: 

Jim, 
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Was the fume hood in Morrill I decontaminated? Please let me know. If so we will be removing it. Thanks for 
the fast response. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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